One Key Recovery Instructions 


Attention: Operation will delete ALL data of drive C, please back up your doc. in advance.(Touch screen and 
mouse was supported during resetting running). 


First Step: 


Shut your laptop down, then press “TAB” WHILE press power button, you will get in reset Ul as below: 


Attention: Only new version BIOS support one key reset by press TAB, if your BIOS is old, please use Fn+F7 or Fn+F12 then choose "UEFI OS" to 
boots reset function 


GPD Win 10 System Recovery 


GPD Win 10 RARR 
GPD Win 10 YAT Aim 


Note: System Restore will clear all data. 
TERIAREN ae. 
HRY AT LOGTST ATO -IERT LEH. 


Second Step: 


Click “Start” to run resetting, click “quit” to quit resetting UI. 


Attention: Must keep battery power more than 50% before resetting running, or please plug charger in during resetting. 


You will get below UI after you click start, the whole time need 15m, and it will went in Windows OS automatically after 
resetting finished. 


GPD Win 10 System Recovery 


GPD Win 10 RGA 
GPD Win 10 YAF LRT 


Note: System Restore will clear all data. 
FE RAER SANARE. 
ERY AF LOGI KTOF—SESIOLET. 


Please wait it will take about 15 minutes! 


